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General Information Bulletin, 96-1 
1996 Bombing Incidents 


Part of the Bomb Data Center's (BDC) mission ts the collection, preparation and 
dissemination of explosives related safety and technical publications and bombing incident 
summaries through municipal, state and federal agencies. To ensure the most accurate and up to 
date information is provided, an addendum must be made to the General Information Bulletin, 
96-1, 1996 Bombing Incidents. 


Due to an unpreventable error within the BDC database system, inaccurate statistics were 
compiled. These statistics were published in the 1996 Bomb Summary concerning Pipe Bombs, 
Incendiary Devices, Improvised Explosive Devices and Fuzing on pages 15-18. 


To comply with the BDC’s mission to provide the most accurate information, inserts are 
attached to replace pages 15-18 in the Bomb Summary until a revised bulletin is forwarded to 
you. 


If you have any questions or need additional information contact the BDC Intelligence 
Program Manager, Supervisory Special Agent Kendrick D. Williams at (202) 324-3785. 


FILLER MATERIAL IN EXPLOSIVE DEVICES 


& IMPROVISED EXPLOSIVE DEVICES TOTAL - 3,787 
Black/Smokeless Powder / Pyrodex 41% 
High/Low Chemical Mixtures 17% 
Pyrotechnics/Fireworks/Flash Powder 17% 
Unknown 14% 
Improvised Mixtures 5% 
Match Heads 3% 
High Explosive 3% 


PIPE BOMBS ACCOUNT FOR 29% OF ALL 
IMPROVISED EXPLOSIVE DEVICES 


PIPE BOMBS - 1,117 


Black/Smokeless Powder / Pyrodex 68% 
Unknown 18% 
Pyrotechnics/Fireworkds/Flash Powder 5% 
Match Heads 4% 
High Explosives 2% 
Improvised Mixtures 2% 
Chemical Mixtures 1% 
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INCENDIARY DEVICE - CONTAINER AND FILLER 


Container By Filler Cardboard/ Pipe/ Bottle- Can Vehicle Bomb | Military Device/ Other Unknown *Total 
Paper Tube Plastic Tube Glass or Improvised 
Plastic Military Device 
Gasoline 32 11 483 6 6 3 4 545 
Pyrotechnics/Fireworks 9 l 2 4 3 19 
Propane, Butane, Etc. | l 6 i 
Other Flammable Solid | | 2 | 5 
Other kiammable Liquid | 2 162 9 2 l 5 182 
Unknown 3 2 67 - l 2 4 79 
* Total 46 18 716 16 x 3 20 1] 838 


* Totals reflect improvised incendiary devices used in bombings as well as devices that were recovered, for example, in a search of a residence. 
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LOW AND HIGH EXPLOSIVE FILLERS IN IMPROVISED EXPLOSIVE DEVICES 


Containers 
a Mt ey —_ wd Box Can — — None | Other | Unknown | Total 
Tube | Tube Ordnance 

Explosive Fillers 
LOW Black Powder, 

Smokeless 764 274 155 §2 99 22 21 } 61 5 4 18 1558 

Powder/Pyrodex 
Low Match Heads 42 19 4 9 3 2 -- 3 10 92 
ay | nee ss | 49 439 4 | 2 x 4 6 12 | 18 12 641 

Fireworks 
= 3 «| 38 56 6 4] 2 3 2 9 4 186 
HIGH | Dynamite 3 — 5 ~- | l -— l a 6 4 | 22 
HIGH — | Primers/ . oo si ss a = - m = ; 

Boosters 
HIGH | ANFO 5 l — --- l a -— 3 -- _ l _ 1] 
HIGH | Binary -— | -— — ~ l _ -- --- — _ -- 2 
HIGH | TNT — — - -- = -- ~- ~ — — —_ a 
HIGH |C-4 | - - — — -— - - l - -- — 2 
HIGH | Blasting Cap 5 — l 2 l _— a | = 4 = = 14 
HIGH | Water Gel — — — | — = _- _ | — 2 
HIGH | Other 12 2 l l 29 2 2 _ 4 2 4 3 62 
a io 1 15 3 30 «| 583 | — | KH - - 4 2 649 
UNK. | Unknown 195 5] 40 37 35 18 13 5 22 6 15 108 545 

Total 1117 450 704 142 823 57 45 16 96 40 149 148 3787 
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FUZING 


TYPE of FUZING for IMPROVISED EXPLOSIVE and INCENDIARY DEVICES 


Electrical 295 
Non-Electrical 3987 
Unknown 343 


, INITIATING METHODS for IMPROVISED EXPLOSIVE and 
, INCENDIARY DEVICES 


Delay 3388 
Booby - Trapped 80 
Command Remote Controlled 21 
Radio Controlled 19 
Action 716 
Unknown 401 
FUNCTIONING of IMPROVISED EXPLOSIVE and INCENDIARY DEVICES 
Impact 625 
Clock/Mechanical Delay 55 
Burning Delay 2549 
Chemical Delay 707 
Electrical/Electronic Delay 209 
Pressure Activated 10 
Pressure Release Activated 18 
Pull/Push Activated 38 
Tension Release Activated 7 
Other 16 
Unknown 391 


Numbers reflect improvised explosive and incendiary 
devices used in bombings as well as devices that were 
recovered, for example, in a search of a residence. 
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